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NARA RG104, Entry 1, Box 129 


Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
July 30, 1883 


Sir 


In compliance with your order I have adjusted the set of weights intended for use in the 
San Francisco Mint to conform to the Standard weights of this Mint; I have added new .01 oz. 
and .10 oz. weights which were missing from the set. 


Very Respectfully 
Ellis Pugh 
Adjuster of Scales 


Hon. A. Loudon Snowden 
Supt. 


